DART AEROSPACE 
LTD 
Work Order: 


Description: 
Splice 
Plate 
Part Number: 
647.1612 


Inspection 
Dwg: 647.1600 
Rev: A1 
Paae 1 of 1 


INSPECTION 
SHEET 


Drawing 
Actual 
Method 
of 
Tolerance 
Accept 
Reject 
Inspection 
Comments 
Dimension 
Dimension 


00.170 
+0.005/-0.001 


0.34 
+/-0.030 


0.56 
+/-0.030 


0.350 
+/-0.010 


0.713 
+/-0.010 


1.06 
+/-0.030 


1.80 
+/-0.030 


1.445 
+/-0.010 


2.32 
+/-0.030 


0.381 
+/-0.010 


0.606 
+/-0.010 


0.941 
+/-0.010 


2.03 
+/-0.030 


I 


Measured 
by: 
Checked 
by: 
QC Inspector: 


Date: 
Date: 
Date: 


Engineering 
Approval: 
(If necessary) 


Change 
New Issue 


H:\FORMS\Quality 
Assurance\approved 
QA\lnspection 
Sheet revS 


Date: 


